» 


( 

I 


I.  DATE  *'TIME  croup 

15  Dec  53  15/1010- 


I.  SOURCE 

civilian 


4.  NUMRER  OP  ORJCCTI 

I or  (7) 


!•  LOCATION 

Idaho  Frlla,  Idahojf 

A 


W*  CONCLUfttON  Insufficient  data  for  evaluation 

Possible  a/c,  hovever  Insuf  data  for  firm  eval* 
con  sistant  vlth  detail  reported. 


I>ji ration  rut 


S.  LENOTH  OP  OBSIRVATION  11.  BRIlP  tUMMARV  AND  ANALVMI 


•4*  rain 


6.  TYPE  OP  OBSERVATION 


ground  visual 


ObJ  clear  vhltc,  center  light  brighter  than  otlers,  looked 
like  *’V"  shaped,  used  field  glasses,  flight  to  RE,  straight  h 
level,  intial  sighting  at  deg  elev. 


9.  PHYSICAL  EVIDiMCI 

a Y*o 

□ ftm 


I 


VAU5 

WPG9S4 

VDB  U 1 


X YA244 
Xi>=;i53 

Jbj?rt  i3.3JWLEEMERCENCY  JWPMC  JEDEN  JEDWP  JEPHQ  JEPFF  JEPRS  CS6 
Dt  'JWPMd*  0 1C 
Y 1515142  ZNJ'-^" 

Fil  HAMILTON  FLIGHT  SERVICE  CENTER  HAMILTON  AFB  CALIF 

TO  JEDEN/COMOR  ADC  ENT  AFB  COLO 

JEDtfP/  AIR  TECH  INTEL  CEN  W-P  AFB  OHIO  ^ 

JEPHQ/OIR  OF  INTEL  HQ  USAF  VASHDC 

ft 

■ 

JEPFF/COMOR  MATS  ANDREWS  AFB  MD 
INF?  JEPRS/HQ  FLT  SVC  WASHDC 


JWPMC/COMDR  VADF  HAMILTON  AFB  CALIF 


D / U F 0 B 


!•  A.  NO  SHAPE  OBSERVED,  NO  AIRCRAFT  POSITION  LIGHTS 

B.  UNKNOWN 

C,  CLEAR  WHITE,  CENTER  LIGHT  CONSIDERABLY  BRIGHTER  THAN  OTHERS 

* 

D«  SEVEN  LIGHTS 


£.  TO  NAKED  EYE  LOOKED  LIKE  A BEAM  EXTENDING  IN  VEE  SHAPE  FROM  CENTER 
USING  FIELD  GLASSES  COULD  MAKE  OUT  INDIVIDUAL  LIGHTS 

F,  NEGATIVE 

G.  NEGATIVS 


H,  NONE  HEARD 


F,  NEGATIVE 
G*  NEGATIVE 
NONE  HEARD 


PAGE  TWO  JWPMC  0 IG 


I«  NONE 
W*  A.  UNKN 

■ 

55  • A *5  DEGREE  ANGLE  TO  HORIZON  IN  SOUTHEAST  DIRECTION  FROM  OP  SERVER 
C.  SAME 


U*  hOVED  SOUTHEAST* . Al.TTTnnir  om  ctoat^ltt  rrvimcr;’. 

E.  UNXN 

F.  W 1/2  MINUTES 

£•  A.  GROUND-VISUAL 
3.  FIELD  GLASSES 


C.  N*  A. 

A*  A*  15 13 39 Z 
B,  NIGHT 

5*  AREA  5,  CHEMICAL  PROCESSING  PLANT, 
5.  A*  CAPT 

AGE  UNKN 

CAPT.  OF  GUARD  AT  /tfC  PLANT 


PHILLIPS  PETROLEUM  CO. 


ti.  INSPECTOR  TERRV 
AGE  UNKN 


mec  employee 


i 


9 


PAGE  THREE  JyPMC  Z IQ 


o 


OAHO  FALLS,  IJ)A* 


C. 


AGE  U«i<N 


OCCUPATION  UNKN 
PHILLIPS  PETHOLEUH  CO, 
aRCO,  IDA, 

7,  A,  CLEAR,  STARS  VISIBLE 
tJ.  62H3iJ-270  degree  15  KTS 


UZZZ-27Z  DEGREE  25  KTS 


UN#  uni/wr  ucrfr 


U£  JWPKC  alG 


Y 1515147  ZNJ--^ 

FN  HAMILTON  FLIGHT  SERVICE  CENTER  HAMILTON  AFB  CALIF 
TO  JEDEN/COMDR  ADC  ENT  AF3  COLO 


JEUWP/  AIR  TECH  INTEL  CEN  W-P  AF3  OHIO 
J£?HQ>'DIR  OF  INTEL  HQ  U£AF  WASHDC 
JEPFf/COMDR  MATS  ANDREWS  AF3  MD 
INFP  JEPRS/HQ  FLT  SVC  WASHDC 
JWPMC/COMDR  WADF  HAMILTON  AFE  CALIF 


D / U F 0 B 

1.  A,  NO  SHAPE  OBSERVED,  NO  AIRCRAFT  POSITION  LIGHTS 

B,  UNKNOWN 

C,  CLEAR  WHITE,  CENTER  LIGHT  CONSIDERABLY  BRIGHTER  TH/tN  OTHERS 
■■ 

D,  SEVEN  LIGHTS 

E,  TO  NAKED  EYE  LOOKED  LIKE  A nPAM  EXTENDING  IN  VEE  THA?/-  FRO’1  CENTER 
^ USING  field  CLASSES  COULD  MAKE  OUT  INDIVIDUAL  LIGHTS 


o 


a 


o 


o 


0 


9 


O 


o 


o 


a 


O i 


O I 


9 I 


. DEGREE  45  KTS 

DEGREE  113  KTS 

C.  CLEAR 
D*  GOOD 

£•  NEGATIVE 
F,  NEGATIVE 
S*  NEGATIVE 
$•  NEGATIVE 
. 13*  NEGATIVE 

lU  NO  AIR  TRAFFIC  REPORTED  BY  SALT 
AREA  AT  THAT  TINE. 


E CITY  ARTC  THAT  COULD  BE  IN 


PAGE  >OUR  JWPrtC  01G 


12.  CLEARANCE  OFFICER,  HANILTO*N  FLIGHT  SERVICE  CENTER  UNABLE  TO  CORRELATE 
SIGHTING 


WITH  ANY  KNOWN  AIR  TRAFFIC 
15/15152  DEC  JWPMC 


'■V 


irx 


E 


